To:  Christenson,  DavefChristenson. Dave@epa.gov];  Keteles,  Kristen[Keteles. Kristen@epa.gov]; 

Wail,  Danfwaii. dan@epa.gov];  Wagner,  Christine[Wagner. Christine@epa.gov] 

Cc:  Goodrich,  Donald[Goodrich. Donald@epa.gov];  R8  Environmental  Unit 

Leader[R08_En  vironmental_Unit_Leader@epa.gov] 

OBrien,  Wendy 
Fri  8/14/2015  9:47:57  PM 

RE:  TestAmerica  EDD  files  from  680-115596-1  Gold  King  Mine  - Region  8 


I took  a look  at  the  data  (looks  to  be  all  surface  water  data  based  on  the  sample  number  codes) 
and  did  not  note  any  exceedances  of  either  the  recreational  surface  water  screening  values  or 
ag  screening  values. 


From: 

Sent: 

Subject: 


wo 

Wendy  O’Brien,  DVM,  PhD,  DABT 

Toxicologist,  Ecosystems  Protection  and  Remediation 

USEPA  Region  8 

1595  Wynkoop  Street 

Denver,  CO  80202 

Phone:  303.312.6712 
FAX:  303.312.7151 


From:  Christenson,  Dave 

Sent:  Friday,  August  14,  2015  12:00  PM 

To:  OBrien,  Wendy;  Keteles,  Kristen 

Cc:  Goodrich,  Donald;  R8  Environmental  Unit  Leader 

Subject:  FW:  TestAmerica  EDD  files  from  680-115596-1  Gold  King  Mine  - Region  8 


Here  are  the  drinking  water  & surface  water  results  for  today.  These  are  from  samples  collected 
Wednesday.  These  are  from  a different  lab,  Test  America,  so  there  are  likely  minor  formatting 
differences  from  the  all  the  previous  spreadsheets  I’ve  emailed.  The  earlier  ones  came  from 
Techlaw. 
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From:  Pryhoda,  Moira  fmailto:Moira.Prvhoda@WestonSolutions.coml 

Sent:  Friday,  August  14,  2015  10:41  AM 

To:  Adamczyk,  Megan;  John.Lucotch@WestonSoiutions.com;  Christenson,  Dave 
Subject:  FW:  TestAmerica  EDD  files  from  680-115596-1  Gold  King  Mine  - Region  8 


Moira  Pryhoda 
Weston  Solutions,  Inc. 
1435  Garrison  St,  Ste  100 
Lakewood,  CO  80215 
Ph:  303-729-6112 
Cell:  508-904-7579 


From:  Hoffman,  Sheila  fmailto:sheila.hoffman@testarnericainc.com1 

Sent:  Friday,  August  14,  2015  10:11  AM 

To:  Pryhoda,  Moira  <Moira.Prvhoda@WestonSolutions.com> 

Subject:  TestAmerica  EDD  files  from  680-115596-1  Gold  King  Mine  - Region  8 


Hello, 

Attached  please  find  the  EDD  files  for  job  680-115596-1;  Gold  King  Mine  - Region  8 
Please  feel  free  to  contact  me  if  you  have  any  questions. 

Thank  you. 

Please  let  us  know  if  we  met  your  expectations  by  rating  the  service  you  received 
from  TestAmerica  on  this  project  by  visiting  our  website  at:  Project  Feedback 

SHEILA  B HOFFMAN 

Project  Manager  II 
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TestAmerica  Savannah 

THE  LEADER  !N  ENVIRONMENTAL  TESTING 

Tel:  912.354.7858  e.3004 

www.testamericainc.com 

Reference:  [259356] 

Attachments:  1 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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